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There are several reasons why you would want to remove your underground oil tank. If you are 
converting to natural gas or installing an above ground oil tank for your home heating needs. Most 
importantly, WEG strongly recommends removing your underground oil tank if you plan to sell 
your home. Selling your home is stressful enough even without any major complications. 



Oil Tank Removal 
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However, having your oil tank removed, inspected and the soil 
tested will eliminate any potential problems you would have 
encountered if your oil tank remained on your property. 
Removing your underground oil tank and obtaining closure 
will satisfy the most stringent of home inspections or due 
diligence by future homebuyers. WEG can help, beginning with 
a free consultation. 



If you choose to contract WEG to remove your oil tank, our helpful staff will acquire permits, obtain 
utility markouts, and make arrangements with municipal inspectors in order to prepare for your oil 
tank removal. Our experienced personnel will efficiently and properly complete your oil tank 
removal in four to five hours leaving you with Peace of Mind. 



Tank Testing 




Trust our experienced professionals to get it right, THE FIRST 
TIME! 

There are many reasons that a homeowner may want an 
oil tank test. Whether your reason is selling a home, obtaining 
new insurance, or just peace of mind, WEG can provide you 
with reliable and accurate results. 





When you contact WEG for a free consultation, a representative 
will ask preliminary questions concerning the location and nature of your underground oil tank 



then set up a time and day for your oil tank test. 

Top Notch Oil Tank Removal, Inspection, Home Heating Oil Removal & Installation, Oil Tank Leak 

Clean up, and other Oil Tank Services in Northern 
Virginia, including Fairfax VA, Arlington, VA, and 
Oakton VA 

Willard Environmental Group, Inc. (WEG) is a family- 
owned, environmental consulting firm that will 
provide the most professional and personal attention 
you can find in the oil tank service industry today. The 
president of the company is Billy Willard, who is 
contributing his significant experience, knowledge, 
and business skill to satisfy every customer with one 
on one personal attention. Mr. Willard is an area 
expert, with over 20 years of experience on environmental issues. These include home heating oil 
tank removal and installation, oil tank inspection, commercial underground & aboveground storage 
tanks, environmental site assessments, and much more. 



* Immediate Attention! Bothered by oil tank leaks or home heating oil tank problems? WEG will 
respond immediately to your call. If you do have to leave a message on our system, we will contact 
you within minutes, not hours or days. 

*True 24-hour Emergency Response! Others claim to have it, WEG DOES have it! If you have an 
emergency with your heating oil tank or underground storage tank, rest assured that we can be 
reached ANYTIME! Whether you have a leaking tank, no heat, or a tank that fell over, WEG will 
respond right away! 

*Treat it like it's our home service! Oil tank removal and petroleum contamination caused by oil 
tank leaks can be a messy process at times. WEG gives your home and property "extra" care when 
the job is all done! We make certain that you are satisfied with our oil tank service BEFORE we 
leave the site. 




Oil Tank Abandonment 



In recent years, most counties recommend and most insurance companies require oil tank removal 
over oil tank abandonment. However, in the event that there is no access to the oil tank due to 
either landscape or structural impediments, oil tank abandonment may be necessary. 

As we do with our oil tank removal, WEG will again take all steps necessary to provide you with 
superior service and properly abandon your oil tank in just a few hours. Once your oil tank is cut 
open and cleaned, our highly trained personnel will core drill holes through the bottom of the oil 
tank and extract soil samples to confirm the conditions of the soil. 

These samples will be sent to a certified lab for analysis. The empty oil tank will be filled with inert 
material such as sand or concrete slurry. The 4 foot by 4 foot excavation will be filled to grade with 
certified clean fill. 

Improve your home environment with the assistance of our home oil tank solutions. Among our 
other residential services also include: 

• Aboveground & Underground Oil Tanks 

• Home Heating Oil Tank Removal 

• Home Heating Oil Tank Installation 

• Leaking Home Oil Tank Clean-Up 

• 24-Hour Emergency Response 

• Real Estate Transaction Oil Tank Inspections 

• Soil & Groundwater Remediation 

• Environmental Site Assessments 

• VA DEQ/VPSTF Reimbursements 

• Bio-Remediation Techniques 

Contact Us 

Willard Environmental Group 
10405 Balls Ford Road 
Manassas, VA 20109 
(703) 595-1843 
Fax: (703) 896-3095 

Email: bwillard@WillardEnvironmental.com 



For more information please visit 
D://www,willardenvironmental,com 



